Appendix G

LOADER

Richard McClure
Clyde Jeffrey Foley
Danny Nelson
Gary Hudson
George King
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7-02-75
5-21-79
2-02-81
11-23-81
1-04-82

Still working as of 12/1/82
Laid off 4-24-82
Laid off 4-24-82
Laid off 4-24-82
Laid off 4-03-82

MECHANIC

David Daugherty

9-08-81

Still working as of  12/1/82

TIPPLE

James Elswick
Marty Stephens

12-22-80
1-14-81

Laid off 10-30-82
Laid off  6-12-82

DRILL

Albert Patrick
Wayne Moses

2-15-82
3-22-82

Laid off     6-12-82

Still working  as of  12/1/82

FOREMAN

Stanley Taylor
Billy Tackett

8-28-79
7-06-81

Laid off 6-12-82
Laid off 5-22-82

681f 6-12-82
